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At Arrings AC and Heating, you get specialized repair and installation services for all types of air 
conditioning models and heating units including maintenance services for your electric heating 
systems, heat pumps, and other related appliance. Our highly trained technicians have a wide 
experience when it comes to repair and installation of heaters/heat pumps, air conditioning 
repair in Atascocita, North Kingwood, and Humble. 

At Arrings Air Conditioning & Heating, your partner in quality and professional air conditioning 
and heating repair and installation. We service the areas of Humble, Atascocita, and North 
Kingwood. 




Aside from your regular heating and air conditioning models, we also repair and install various 
HVAC units such as heat pumps, all types of furnace systems, electric heating systems, boilers, 
humidifiers, and cooling/heating equipment. We can do these installations, maintenance, and 
repair services for both residential and commercial properties in North Kingwood, Humble, 
Atascocita, and other nearby locations. 



Arrings AC and Heating Service in New Caney, the Woodlands, 

Huffman, North Houston TX 




Our company provides air conditioning service to the 
following areas: Spring, North Houston, Woodlands, New 
Caney, Huffman, and other cities in TX. 

Air conditioning, or popularly known as AC, is a process 
wherein the properties of air is being changed to provide 
a favorable and pleasant condition in a confined area. 
The properties being changed are humidity, 
temperature, and velocity. In general and simpler 
explanation, air conditioning is any form of technological 
heating, cooling, disinfection, or ventilation that changes 



the status or condition of the air. 



Licensed contractors or professional technicians from the Woodlands, North Houston, Huffman, 
and New Caney and nearby TX areas say that air conditioners use refrigeration to cool the 
indoor air. It forces the refrigerant, a chemical 

compound, to evaporate and condense over a "Tp^ i 

period of time inside a closed system of coils. l^^^M^T^ 

The basic two functions of air conditioners are EBBS IK SKal 

removing heat and collecting moisture from the mL BIpRKfr i 

indoor air. Basically, an air conditioner would not B IB ft9 ;^JU^ 

make cool air but removes the heat from the air 



circulation. 

Maintenance of your air conditioning units is on> 
way to keep them for a long period of time and 
you can make them energy-efficient in the long 



